From: 

Sent: 

To: 

Cc: 

Subject: 

Hi All, 

I just heard from Jim Hanchett in the Amherst Drug laboratory that one of the analytical balances is broken and in need of 
repair. Tom mentioned a few weeks ago that there was some available LL money (presumably on the 1000 account) that 
hopefully can be used for this service (and parts?). If not, we should have available funding on the revenue account 
(0263). 

Jim will email an estimate once he has one. 

Thanks, Julie 

juLLaiA^iAe NCissL-f 
Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
iulianne.nassif@state.ma.us 


Massif, Julianne (DPH) 

Tuesday, June 02, 2009 1:13 PM 

McGuire, Thomas M (DPH); Danforth, Deborah (DPH); Fausett, Gary (DPH) 
Hanchett, James (DPH) 
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